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3 OOGUaGHV GONTAINS INFOBIiATIOS AFFECTIMSTMS KAT^OHAl. Pf FtMSe | 
f TOE ORITEP STft-nES. WITKin TBE ttHANTOO OF TITl* ««, 3BCT10ES 783 I 
I ANO 7B4, OF TH5> « 3. COOi, AS ASaWBaO- iTS TNAHSUISSIOR OPf naVBt | 
I AUOS or tTS COSimiTS to or BECE)I?T 8T AK UfiAOtHORIZEC FEBSCW I 
i IS PROHiatTSO Bt iAVi THl SEPHODOCTIOB OFTOIS FORM IS PR0IIIBl?8». r 


THIS iS Ut^EVALUATED mfORMAVQH 


50 X 1 -HUM 


^ . Intrcxluction 


1 The onlj installations in Berlin and the whole of lend f^andenburg with capacities 
of inore than 6:, 000 cubic meters are those at Berlinr«.Rumfiolsburg, The informtt.on 
below on each installation is arranged in the following ways 

I I 50 X 1 -HUM 


a) . Address 

b) Bate ins tallat. ion built 
e) Present user 

d) Former owner of installation 

e) Remarks 

f) Total capacity 

sO Breakdown of CB.%nQlty by types of fuel, at the date shewn above* 


2, 'The abbreviations used are the followings 


binder (c) 

DKI-i7 

IS 

Deutsche Kraftstcff^^uiid 
f jineral61-7entral e 


DERIJKAPHT 


Deutsch-Hiussische Wapht 

under d ) 

DAPG 

- 

l)eut3Ch»*AiEK3!r iliiani sche 

Petroleum Qesellschaft 


KKS 


Reich Kraftsprii 

under g) 

DK 

s 

Diesel Kraftstoff (diesel fuel) 

IB 


■jeicht Benisin (li|^it gasoline) 


H3D 


7 


SB 


Speaial Benzin (special gasoline) 


¥K 

3S 

Verga-ser Ki'aftstoff (carburetor fuel) 


lOO/UO to* 


refers to octane content* 


Lib\ii ld fuel I nstalla tions in th e Bc>rljU ri^ 

5 ^aceimber 1950 
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a) 

b) 

c) 

d) 

Qj 


f) 

g) 


11 t? n.TJni' ff ’ ! T ::: HMI V 

[for Release 2011/05/17 : CIA-RDF 
CENTHAL INTHIXTGnNG? AQ^^NCI 

-- 2 ^ 

Hauptstr. 26 - 2B 
1920 
DKMZ 

DKtr filtxmschlag-Iager (oil transshipmont depot )• Has workshops and a laboratory^ 
also facilities for washing cars and a coal buhkar (50 square meters)* 400 
cubic- meters of capacity are above groimd| the rest are undergrounds 
2,73" cubic motors 

SBi 3.750 (correct for October 1951) 

Unknown: 859 

(?ompty) 

2*609 cubic meters^ 


2. Berlin-Rummelsburg lagor 


a) 

b) 

c) 

d) 

e) 

f) 

g) 


Nalepastr* 13-39 
1908 

Shell 

32 cubiiic meters capacity nxe underground; the rest are above grouado 
14^»395 cubic retors 

VKtt 935 cubic meters 


I!ot-6ls(motor oil) 

2992 

DK hell s (diesel fael ;.x;>ht) 

1723 

Petx^olouin n ;i iit 

719 

DK/^SD 

508 

100 A40? 

15S 

Sender DKs (special diesel fuel) 

126 

Benzols 

120 

40/50! 

119 

LBs-Bonzins (softener gasoline) 

119 

Eompr* 6l! *( compressor oil) 

79 

80/110: 

79 

Test-Benzin: (test gasoline ) 

79 

LD; 

79 

SBs 

79 

Petroleums 

60 

G'^solines 

32 

Tetrachloride ^ 

8 




12,014 cubic meters 


Empty: 


14,394 


3. Berlin^Ruiamelsburg lager ”B” 


25 November 1951 


a) 

b) 

c) 

d) 

e) 


f) 

g) 


Nnldpastr«, 16-17 

1900 

mr 

Olex*. 

lias a laboratory (250 sqi>i!re meters) and on ethyl'.vtion lnat?'Jlrtion 
(Athyllerungsanlare) for three tanks, each of 193 cubic meters capacity! 
in 1950 one containea sp:Jictle oxi, one liiotor oil^ th« thlrtl 
Total capacity is above fxoundo 
19,189 cubic meters 


1949 , 

DK* (motor oil) 

^bt, 01s (motor oil) 
Trafoftls (transformer oi3 ) 
:yl. 6ls (cylinder oil) 
Kompr. 6ls (con^resscr cdl) 
Spindeldls (spindel oil) 
Treibdls (motor oil) 

DKs (motor oil) 

TurbinenfilJ (turbine oil) 
I'fetsch. 6l5 (mchine oil) 


Emptyi: 


to!® 


7590 cubic meteTB 
3795 
2150 
1906 
1905 
358 
193 
103 
103 
38 

20 


^CO-’TROL - a,S. OFFICIAI-3 DULY 


18,171 cjublc meters 

.^23^ 


19,190 cubic neters* 
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50X1 -HUM 


Liquid fuel installations in la nd Brandenburg 

1. ■ The toto.1 liquid tank canncity of land based on the capacities 

of the installation listed below, is 4-13G cubic meters, i?ith e possible error 
of 50 cubic meters, , 

2. This total figure covers ingermlinde, .Eecskoir, Beli’ig, Berna.u near 'Berlin, 
BrandGnburg/Kavol, Galau (Hieder-Iausit®^ Cottbus , EbGrswal.de, Finstommlde, ' 
Frankfurt/Oder, FreionwaldG, Gransee, Gnban, Havolberg, JJtlterbog, Eirchliain 
{Nnedor Lausitz), Kyritz, Iicbus, Tjiibben“-Spr©ewaldjLi;ckau .5 Luckenvalde, Meuruppinjp 
Oranlenburg, Potsdam, Potsdam-B^belsberg, Prenzlau, Pritzrtrall:^ ivithenow^ 
Senftenberg, Tenplin, Trebbin, Teltov near Berlin, 'WriezeU;; V/u.4terhausen;^ 

3. It is believed that the at)Ova list of installs hi ons covers, wdth one exception, 
all but the very smallest installations like those at roadside gasoline stations «» 
The exception is Treuenbritzen, vdisre tjvare is a small installation owned by 
EKTI7* Its exact capacity is unknown, out it is imlikoly that it exceeds 100 cubic 
meter 


Comment : Totals in f) and g) do not coirpespond, probably because of 50X1 -HUM 
a typing error, of which others occur in the figures in this reporto / 

Comment: Probably a typing error. 50X1 -HUM 


I Comment : The information was extr*acjted from photostats of cards 

compiled by DKMZ to cover all the installations which it took over in late 
194 s • Although the information in this report comes from cards compiled in 
November and December of 1950, that which, relates to location and capacity 
should be valid today. 
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